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I. Metal Determination 


Samples of tobacco leaves, roots and grafted tobaccos are being run for 
Cd determination in support of the study for Cadmium uptake. 

A microwave digestion oven will be received next week and evaluated; as 
to its merit in sample digestion. 

II. Sugar and Alkaloid Procedure Evaluation 


Assistance was given to Benson^-Hedges of Canada in their establishment 
of a sugar and alkaloid procedure identical to ours at the Research Center. 
Preliminary data from B&H's determinations indicate that this effort was 
successful. 

III. Cooked Flavor Support 

A. Precook by Continuous Flow 

Dispersion measurement of the flow through the above system 
indicates that the flow is laminar. This presents a problem with 
scale-up considerations. 

B. Support for Other Cooked Flavor Endeavors 

Ion chromatographic scans continue to assist these efforts. 

IV. Volatile Acid Determination In RL Sheet 


The ion chromatographic procedure for the determination of acetic and 
formic acids on Griffith distillates has been written and will be issued 
shortly. 

V. Support for Crop Genetics International (CGI) 


A standard 1 potentiometric titration' procedure for the determination of 
chlorides in green tobacco was adapted for CGI's needs. CGI personnel 1 were 
instructed in our laboratory in its use. 

VI. Memos and Presentations 


A. Memos 


1. J. Y. Lewis to R. H. Cox, "Potentiometric Titration of Chloride 
in Green Leaf Tobacco," October 10, 1985. 

2. R. E. Davis and F. N. Latif, "Zymark/Hewlett-Packard Seminar," 
October 16, 1935. 


Source: https://www.industrydocuments.ucsf.edu/docs/sxgmOOOO 
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B. Presentations 


1. Richard E. Davis, "High Performance Thin-Layer Chromatography 
and its Application 1 to Alkaloids in Tobacco," Presented at the 
39th Tobacco Chemists Research Conference, Montreal, Quebec, 
October 4, 1985. 

2. Richard E. Davis, "The Determination of Nitrate in Tobacco 
Products Using Flow Injection Analysis," Presented at the 99th' 
ADAC, Washington, D.C., October 28, 1985. 

3. William R. Harvey and Chris S. Kroustalis, "Evaluation of a 
Scrubber for Phosphine for Tobacco Fumigation Chambers," 
Presented at the 39th Tobacco Chemists Research Conference, 
Montreal, Quebec, October 4, 1985. 
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